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Issue 1. 


2nd October, 1981. 


SUSPECT BELL 47 PARTS 


Further to Airworthiness Notice No. 19, Appendix No. 4 “Bogus 
Helicopter Parts”, information has been received that the following 
spare parts which may be made available for use on Bell 47, Agusta 
Bell 47 and Westland Bell 47 helicopters are suspect parts and may 
not meet the required airworthiness standards. 


Component Description - Fan Gear Set 
Part Number - 47-620-497-1 


This component is a gear set consisting of, Gear Assembly - Engine 
Cooling Fan Drive, Part No. 47-620-530-1 and Gear-Transmission 
Fan Drive, Part No. 47-620-207-1. 


The suspect parts which can be identified by their serial numbers are: 


Appearing on Appearing on 

Part No. 47-620-207-1 Part No. 47-620-530-1 
Serial Numbers Serial Numbers 
from 10734 to 11204 from 16034 to 16504 
inclusive. inclusive. 
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